[2024-05-28T09:21:45.603478+02:00] [info] Preparing cgroup to start isotovideo
[2024-05-28T09:21:45.603930+02:00] [info] Using cgroup /sys/fs/cgroup/systemd/openqa.slice/openqa-worker.slice/openqa-worker-auto-restart@2.service/4226826
[2024-05-28T09:21:45.604126+02:00] [info] Starting isotovideo container
[2024-05-28T09:21:45.606229+02:00] [info] isotovideo has been started (PID: 25439)
[2024-05-28T09:21:45.607567+02:00] [info] 25439: WORKING 4226826
[2024-05-28T09:52:07.021439+02:00] [info] Uploading logs_from_installation_system-y2logs.tar.bz2
[2024-05-28T09:52:07.152671+02:00] [info] Uploading yui-log.txt
[2024-05-28T09:52:07.231247+02:00] [info] Uploading video.webm
[2024-05-28T09:52:07.320257+02:00] [info] Uploading autoinst-log.txt
[2024-05-28T09:52:07.351175+02:00] [info] Uploading worker-log.txt
